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sterilized with a solution consisting of i in 1,000 of biiiiodide or
of perchloride of mercury in alcohol (90 per cent.). The teat tube
is inserted and the injection made until the tension in the quarter
is approximately equal to that of an'udder turgid with milk.
During the' injection, the quarter should be massaged and the
massage continued for a few minutes to ensure diffusion of the
solution throughout the. gland. The process is repeated in each
quarter of the udder.,
In lactating animals the acriflavine solution should bec stripped
out' after a period of- five minutes, and the stripping process
repeated several times during the day. In non-lactating animals
the solution may be allowed to remain in the gland for twenty-
four hours.